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PSYCHOLOGICAL PROFILE 


(DEPARTMENT OF PSYCHIATRY- 
Paco Atto MepicaL CLINIC) 


W.A.1.S, (WECHSLER ADULT INTELLIGENCE SCALE) 

BENDER GESTALT VISUAL Motor TEST 

BENTON VisuAL Memory Test 

WECHSLER MEMORY SCALE 

LuscHER CoLor TEST 

STRONG VOCATIONAL INTEREST BLANK 

M.M.P.1, (Minnesota MuLTIPHASIC PERSONALITY INVENTORY) 
E.P.P.S, (EDWARDS PERSONALITY PREFERENCE SCHEDULE) 
RORSCHACH INKBLOT 

T.A.7. CTHematic APPERCEPTION TEST) 


IN-DEPTH INTERVIEW 
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(DEPARTMENT OF ENVIRONMENTAL MEDICINE, 
Pato ALTO MepicAL CLINIC) 


1. GENERAL PHYSICAL EXAMINATION 
CoMPLETE MEDICAL 
FAMILY HISTORY 


2. LA AM ONS 
SMA-12 PANEL BLOOD CHEMISTRIES 
PROTEIN ELECTROPHORESIS 
BLOOD LIPID PROFILE 
URINALYSES 
SEROLOGY 
BLOOD TYPE AND FACTOR 
PULMONARY FUNCTION SCREENING 
ELECTROCARDIOGRAM 12-LEAD. 


3, NEUROLOGICAL EXAMINATLON 
COMPREHENSIVE ELECTROENCEPHALOGRAM, SLEEPING AND ROUTINE 


4, AupIOMETRIC EXAMINATION 
COMPREHENSIVE 
BEKESY BONE CONDUCTION 
SPEECH DISCRIMINATION 
IMPEDANCE BRIDGE TEST 


5. OPTHALMOLOGIST EXAMINATION 
COMPREHENSIVE 
CARD TESTING 
PERIPHERAL FIELD TEST 
MUSCLE TEST 
DILATION FUNDUSCOPE 
INDIRECT OPTHALMOSCOPIC AND FUNDUS EXAMINATION 


6. SPECIAL VISUAL EXAMINATIONS 
VISUAL CONTRAST SENSITIVITY (SRI) 


EMI BRAIN SCAN 
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